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9005150245 Forwards notice of proposed NSHC determination re 890605 application
for amends.supplemented on 891103 & 900501. Amends replace current Tech Specs
w/set of revised Tech Specs based on STS for Westinghouse-designed plants.
EDISON.G.E. Project Directorate II-2. 90/05/09. GOLDBERG.J.H. Florida Power &
Light Co. 2pp. 53826:177-53826:207.

-9005150248  Notice of  proposed  NSHC determination  re  890605 application for
amends to Licenses DPR-31 & DPR-41 .replacing current Tech Specs w/set of revised
Tech Specs based on Westinghouse STS for Westinghouse-designed reactors.
EDISON.G.E. Project Directorate II-2. 90/05/09. 28pp. 53826:179-53826:207.

9005170018 Requests assistance from util re operating history of selected plant fuel as-
semblies to aid NRC in revising Reg Guide 3.54, "Spent Fuel Heat Generation in
ISFSI."

EDISON.G.E. Project Directorate tl-2. 90/05/10. GOLDBERG.J.H. Florida Power &
Light Co. 3pp. 53857:134-53857:146.

-9005170019 Submits results of comparisons of heat rate measurements in Reg Guide
3.54 w/measurements predicted by ORIGEN-S/SAS2. Cover pages from technical
repts encl.

HERMANN.O.W. Oak Ridge National Laboratory. 90/04/05. NILSEN.C.W. Office of
Nuclear Regulatory Research (Post 860720). 9pp. 53857:137-53857:145.

-9005170023 Requests comparison of spent fuel heat rate measurements in Reg Guide
3.54 w/measurements in ORIGEN-S/SAS2 to assist NRC in revising reg guide.Fuel
from facility used in spent fuel calorimetric measurements in earlier efforts on topic.
COOL.D.A. Radiation Protection & Health Effects Branch. 90/04/26. BERKOW.H.N.
Project Directorate II-2. 1p. 53857:146-53857:146.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,Item 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident rngt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

9005170184 Advises that NRC has no position on merits of complaint filed by util w/
courts initiating litigation re steam generators supplied by Westinghouse for use at fa-
cilities. Defects must be reported to NRC per 10CFR21.

BERKOW.H.N. Project Directorate II-2. 90/05/16. GOLDBERG.J.H. Florida Power &
Light Co. 2pp. 53855:334-53855:335.

Q. Inspection reports, IE Bulletins & correspondence

9004230478 Ack receipt of 900227 & 0326 Itrs informing NRC of steps taken to correct
violations noted in Insp Repts 50-250/89-48 & 50-251 /89-4S.

GIBSON.A.F. Region 2, Ofc of the Director. 90/04/10. GOLDBERG.J.H. Florida Power
& Light Co. 3pp. 53584:256-53584:258.

9004230002 Responds to NRC 900314 Itr re violations rioted in Insp Repts 50-250/89-
53 & 50-251/89-53.Corrective actions:existing administrative procedures revised &
new procedures developed to provide detailed mgt controls.

HARRIS.K.N. Florida Power & Light Co. 90/04/11. Document Control Branch (Docu-
ment Control Desk). 5pp. 53557:119-53557:123.

9004240453 Forwards Insp Repts 50-250/90-07 & 50-251/90-07 on 900319-23.No vio-
lations or deviations noted.

PEEBLES.T.A. Region 2, Ofc of the Director. 90/04/12. GOLDBERG.J.H. Florida
Power & Light Co. 3pp. 53593:295-53593:303.

-9004240454 Insp Repts 50-250/90-07 & 50-251/90-07 on 900319-23.No violations or
deviations noted.Major areas inspected: quality verification functions & followup of
previous insp findings.

SMITH.C..  JAPE.F.   Region  2,  Ofc  of  the  Director.   90/04/12.  6pp.  53593:298-
53593:303.

9004250019 Ack receipt of 900328 Itr informing NRC of steps taken to correct violations
noted in Insp Repts 50-250/89-203 & 50-251/89-203.

PEEBLES.T.A. Region 2, Ofc of the Director. 90/04/12. GOLDBERG.J.H. Florida
Power & Light Co. 3pp. 53599:205-53599:207.

9004250088 Forwards Insp Repts 50-250/90-06 & 50-251 /90-06 on 900224-0323.Viola-
tions noted but not cited.

REYES.LA. Region 2, Ofc of the Director. 90/04/13. GOLDBERG.J.H. Florida power
& Light Co. 3pp. 53598:047-53598:060.

-9004250090 Insp Repts 50-250/90-06 & 50-251/90-06 on 900224-0323, Noncited vio-
lations noted re installation of nonconforming valve for isolating pressure gauge.Major
areas inspected: monthly maint/surveillance observation & ESI5 walkdowns.
BUTCHER.R.C., MCELHINNEY.T.F., SCHNEBLI.G.A. Region 2, Ofc of the Director,
90/04/13. 11pp. 53598:050-53598:060.

9005020165 Provides info re interpretation of bioassay measurements, specifying that
assessment of individual intakes using bioassay data should be based on best data &
models available.

COLLINS.D.M. Region 2, Ofc of the Director. 90/04/24. GOLDBERG.J.H. Florida
Power & Light Co. 3pp. 53673:007-53673:013.

9005030034 Forwards Insp Repts 50-250/90-10 & 50-251/90-10 on 900409- 12.No vio-
lations or deviations noted.

JULIAN.C.A. Region 2, Ofc of the Director. 90/04/25. GOLDBERG.J.H. Florida Power
& Light Co. 3pp. 53690:353-53690:358.

-9005030037 Insp Repts 50-250/90-10 & 50-251/90-10 on 900409-12.No violations
noted.Major areas inspected:concrete placement for addition of new emergency diesel
generator.

HARRIS.J.R., CONLON.T. Region 2, Ofc of the Director. 90/04/25. 3pp. 53690:356-
53690:358.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9005090395 Ack receipt of 900413 response to violations noted in Insp Repts 50-250/
90-04 & 50-251/90-04.

SINKULE.M.V. Region 2, Ofc of the Director. 90/04/26. GOLDBERG.J.H. Florida
Power & Light Co. 3pp. 53774:327-53774:329.

9005170217 Ack receipt of 900411 Itr informing NRC of steps taken to correct violations
noted in Insp Repts 50-250/89-53 & 50-251/89-53.

PEEBLES.T.A. Region 2, Ofc of the Director. 90/04/26. GOLDBERG.J.H. Florida
Power & Light Co. 3pp. 53857:357-53857:359.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint"
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York. Inc. 101pp. 53753:001-
53753:103.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005160081 Forwards thimble tube eddy current insp rept re NRC Bulletin 88-009,
"Thimble Tube Thinning in Westinghouse Reactors." Insp conducted at end of Cycle
Xl.One thimble required to be isolated until wear rate determined.
HARRIS.K.N. Florida Power & Light Co. 90/05/09. Document Control Branch (Docu-
ment Control Desk). 5pp. 53853:335-53853:339.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005220241 Forwards Requalification Exam Rept 50-250/OL-90-02 for Units 1 & 2
during wks of 900326 & 0402.

PEEBLES.T.A. Region 2, Ofc of the Director, 90/05/11. GOLDBERG.J.H. Florida
Power & Light Co. 2pp. 53894:081-53894:186.

-9005220246 Exam Rept 50-250/OL-90-02 for Units 3 & 4 administered during wks of
900326 & 0402.Exam results:all four reactor operators passed & 10 of 12 senior reac-
tor operators passed exam.

ERNSTES.M.E., CASTO.C.A. Region 2, Ofc of the Director. 90/05/09. 104pp.
53894:083-53894:186.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037. "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005010252 Forwards select sys assessment progress summary for Mar 1990,per
860812 order.

HARRIS.K.N. Florida Power & Light Co. 90/04/27. Document Control Branch (Docu-
ment Control Desk). 2pp. 53669:098-53669:099.

9005180076 Monthly operating repts for Apr 1990 for Turkey Point.Units 2 & 3.W/
900515 Itr.

BONETT.D.M., HARRIS.K.N. Florida Power & Light Co. 90/04/30. 9pp. 53860:173-
53860:181.

S. Reportable occurrences, LERs & related correspondence

9004230536 PNO-ll-90-018:on 900411,fossil unit generator fire/explosion occurred at
plant.Caused by fault in hydrogen seal sys.Fire extinguished w/site firefighting bri-
gades.
CRLENJAK.R. Region 2, Ofc of the Director. 90/04/11. 1p. 53561:012-53561:012. Co. of New York, Inc. 100pp. 53753:104-53753:203.
